DART AEROSPACE LTD 
Work Order: 


Description: Center Plate 
Part Number: 
646.3312 


Inspection Dwa: 646.3300 
Rev: N/C3 
Paae 1 of 1 


INSPECTION SHEET 


Drawing 
Actual 
Method of 
Tolerance 
Accept 
Reject 
Comments 
Dimension 
Dimension 
Inspection 


00.177 
+/-0.002 
00.209 
+/-0.002 
RO.125 
+/-0.005 
0.313 
+/-0.002 
2.156 
+/-0.002 
1.410 
+/-0.002 
2.737 
+/-0.005 
1.537 
+/-0.005 


Measured by: 
Checked by: 
QC Inspector: 


Date: 
Date: 
Date: 


Engineering Approval: 
(If necessary) 
Date: 


Rev 
Date 
A 
14.08.28 
B 
16.03.17 
dated 
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